AMENDMENT NO. 2 SEPTEMBER 2018 
TO 
IS 9971 : 1981 LACTIC ACID, FOOD GRADE 


[Page 5, Table 1, SI No. (xiii)] — Insert the following new entry at the 
end of the table: 


SI No. Characteristic Requirement Method of Test, Ref to 


Appendix A of TIS 1699 : 1994 
this Standard 


qd) (2) (3) (4) (5) 
xIv) Lead, mg/kg, Max D, a 15 
(FAD 08) 


Publication Unit, BIS, New Delhi, India 


